HOWARD'S  CHAPEL 
Between  Canyonland  Park  and  Mentone,  Ala. 

This  awe-inspiring  church  atop  beautiful  Lookout 

Mountain  was  built  of  native  stones,  with  one  huge  M 

rock  serving  as  an  end  of  the  structure.  It  was  w 

built  by  Colonel  Howard,  former  U.S.  Congressman  ^ 

and  bookwriter,  who  also  played  the  title  role  in  ^  jo 

a  movie  of  his  book  "The  Bishop  of  the  Ozark."  hn 
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Color  by  Hub  Gardner 
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